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9203120310 Summarizes results of NRC investigation case number 3-91-002 & DOL
case 90-ERA-l3.Employee of Luberman's Mutual Casualty at utii alleged job discrimi-
nation led to firing. Allegation not substantiated & NRC regulations not violated.
DAVIS.A.B. Region 3 (Post 820201). 92/03/05. LIU.L iowa Electric Light & Power Co.
pp. 60930:015-60930:018.

9203260229 Forwards Insp Rept 50-331/92-02 on 920106 & 0226-No violations noted.
NORELIUS.C.E. Region 3 (Post 820201). 92/03/18. L1U.L Iowa Electric Light &
Power Co. 2pp. 61165:053-61165:063.

-9203260240 Insp Rept 50-331/92-02 on 920106 & 0226.No violations noted. Major
areas inspected:unannounced physical security insp involving mgt support,access con-
trol personnel & review of licensee reported fitness-for-duty event
MADEDA.T.J., BELANGER.J.L, GREGER.LR. Region 3 (Post 820201). 92/03/18.
9pp. 61165:055-61165:063.

R. Periodic operating reports & related correspondence

9203030315 Forwards fitness-for-duty performance data for Jul-Dec 1991
including,random testing results (confirmed positive tests,five-yr record) & summary
rept.

WILSON.D.L Iowa Electric Light & Power Co. 92/02/20. Document Control Branch
(Document Control Desk). 5pp. 60812:343-60812:347.

9203040236 Forwards 1991 repts on plant design changes,procedures
changes.experiments & fire plan changes.

FRANZ.J.F. Iowa Electric Light & Power Co. 92/02/28. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 24pp. 60813:196-60813:219.

9203170051 Monthly operating rept for Feb 1992 for Duane Arnold Energy Ctr.W/
920315 Itr.

TRAN.H., WILSON.D.L Iowa Electric Light & Power Co. 92/02/29. DAVIS.A.B. Region
3 (Post 820201). 7pp. 60983:300-60983:306.

S. Reportable occurrences, LERs & related correspondence

9203040140 LER 92-002-00:on 920126,fire watch not posted at open door in sump
room of turbine bldg.Caused by inadequate procedural instructions.Fire watch posted
920127.Relabeling of fire doors to highlight need for watch underway.W/920225 Itr.
AREBAUGH.S., WILSON.D.L Iowa Electric Light & Power Co. 92/02/25. DAVIS.A.B.
Region 3 (Post 820201). 4pp. 60838:004-60838:007.

9203190032 LER 92-003-00:on 920211,fire barrier cable penetration found unsealed
during seal insp surveillance test.Caused by performing design mods in 1977 &
1980.Fire watch initiated & fire protection improvements made.W/920312 Itr.
AXLINE.J.S., WILSON.D.L Iowa Electric Light & Power Co. 92/03/12. DAVIS.A.B.
Region 3 (Post 820201). 7pp. 61085:059-61085:065.

9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of
affected plants encl.

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 5pp. 61103:314-61103:318.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International. Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211,

V. Operator Examinations

9203130234 Advises that operator license OP-30606 no longer required for RM McGee
due to change in job responsibilities.

FRANZ.J.F. Iowa Electric Light & Power Co. 92/03/02. DAVIS.A.B. Region 3 (Post
820201). 1 p. 60979:352-60979:352.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp.
61110:314-61110:316.
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F. Security, medical, emergency & fire protection plans

9203020165 Advises that review of 920117 Itr in response to comments re changes to
emergency action level scheme contained in Rev 6 to IAP-2, "Classification of Emer-
gency Conditions," meet stds of 10CFR50.47(b).

JOYNER.J.H. Region 1 (Post 820201). 92/02/18. CONVERSED. Power Authority of
the State of New York (New York Power Authority). 3pp. 60789:323-60789:325.

9203020029 Lists fire protection documents required to review advance documents re
10CFR50,App R in preparation for 920309-22 Diagnostic Evaluation Team/Special
lnsp_Team insp in area of fire protection.

BETTENBAUSEN.L Region 1 (Post 820201). 92/02/21. CONVERSE.R. Power Au-
thority of the State of New York (New York Power Authority). 4pp. 60763:357-
60763:360.

9203110026 Forwards revised emergency plan & implementing procedures, including
Rev 12 to IAP-1,Rev 5 to IAP-2,Rev 21 to EAP-1.1, Rev 11 to EAP-2,Rev 13 to EAP-
3,Rev 16 to EAP-4,Rev 9 to EAP-6,Rev 4 to EAP-7.2,Rev 5 to EAP-9,Rev 9 to EAP-
10.

FITZPATRICK,J. Power Authority of the State of New York (New York Power Author-
ity). 92/02/29. NRC - No Detailed Affiliation Given. 1p. 61064:001-61067:228.

-9203110040 Rev 19 to radiological emergency plan.
* Power Authority of the State of New York (N

200pp. 61064:002-61065:101.

(New York Power Authority). 92/02/29.

-9203110050 Revised EPIPs.including Rev 12 to IAP-1,Rev 5 to lAP-2,Rev 21 to EAP-
1.1 .Rev 11 to EAP-2,Rev 13 to EAP-3,Rev 16 to EAP-4.Rev 9 to EAP-6,Rev 4 to EAP-
7.2,Rev 5 to EAP-9,Rev 9 to EAP-10,Rev 10 to EAP-11 & Rev 4 to EAP-12.

*  Power Authority of the State of New York (New York Power Authority). 92/02/29.
300pp. 61065:102-61067:228.

9203180241 Forwards Rev 14 to plant security plan.Rev implements requirements of
10CFR73.56 re access authorization rule. Rev withheld (ref 10CFR73.21 &
2.790(d)(1)).

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
92/03/02. Document Control Branch (Document Control Desk). 2pp. 61060:299-
61060:300.

9203170108 Provides list of matl requested for upcoming safety sys functional insp of
emergency svc water sys. Matl requested by 920401.

DURR.J.P. Region 1 (Post 820201). 92/03/05. CONVERSE.R. Power Authority of the
State of New York (New York Power Authority). 4pp. 60924:117-60924:120.

G. Adjudicatory correspondence

9203050036 Order,* Advises that time within which Commission may review ASLB order
LBP-92-01 .terminating proceeding extended until 920313.W/Certificate of Svc.Served
on 920302.

CHILK.SJ. Office of the Secretary of the Commission. #192 12632. 92/02/28. Com-
missioners (Post 750119). 3pp. 60791:074-60791:076.

9203170053 Order.* Allows NRC until 920320 to review order LBP-92-01, terminating
proceedings/Certificate of Svc.Served on 920313.

CHILK.S.J. Office of the Secretary of the Commission. #192 12686. 92/03/13. Office
of the General Counsel (Post 860701). 3pp. 60925:076-60925:078.

H. General correspondence

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPQ repts &
methods used to evaluate & determine which plants require closer monitoring. List of
plants presently in one of three categories from NRC senior mgt meeting encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 92/03/
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036.

9203050017 Provides questions & comments re plant results improvement
program.transmitted by Itr from RJ Converse to TT Martin dtd 911219.Requests meet-
ing to discuss plan in more detail.

HEHL.C.W. Region 1 (Post 820201). 92/02/28. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 15pp. 60790:052-60790:066.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79. "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130198 Advises that 920203 response to Generic Ltr 91-11 re resolution of Gener-
ic Issues 48 & 49,meets 10CFR50.54(f) requirements & acceptable.
MCCABE.B.C. Project Directorate 1-1. 92/03/06. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 3pp. 60909:354-60909:356.

9203170063 Forwards amend 178 to license DPR-59 & safety evaluation. Amend re-
vises section 6.0, "Administrative Control," to reflect rngt reorganization designed to
improve operations at plant.

MCCABE.B.C. Project Directorate 1-1. 92/03/09. BEEDLE.R. Power Authority of the
State of New York (New York Power Authority). 2pp. 60963:050-60963:065.

-9203170098 Amend 178 to license DPR-59,revising section 6.0, "Administrative Con-
trols," to reflect mgt reorganization designed to improve operation at plant.
CAPRA.R.A. Project Directorate 1-1. 92/03/09. 8pp. 60963:052-60963:059.

-9203170101 Safety evaluation supporting amend 178 to license DPR-59.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 6pp.
60963:060-60963:065.

9203170184 Forwards amend 179 to license DPR-59 & safety evaluation. Amend re-
vises tech specs to permit hydrostatic pressure & leakage testing of RCS.
MCCABE.B.C. Project Directorate 1-1. 92/03/09. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 2pp. 60963:322-60963:342.

-9203170195 Amend 179 to license DPR-59,revising tech specs to permit hydrostatic
pressure & leakage testing of RCS as required by section XI of ASME Boiler & Pres-
sure Vessel Code at RCS temp exceeding 212 F.
CAPRA.R.A. Project Directorate 1-1. 92/03/09. 13pp. 60963:324-60963:336.

-9203170198 Safety evaluation supporting amend 179 to license DPR-59.

*  Office of Nuclear Reactor Regulation,  Director (Post 870411). 92/03/09. 4pp.
60963:337-60963:342.ld MDR Rotary
